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SUBJECT: INSTALLATION OF INTRUSION ALARMS 

REFERENCE: KARACHI 1546 

LINES FROM PDI 803 MONITOR TO REMOTE TRANSMITTERS CARRY ONLY 
DC CURRENTS AND OCCASIONAL PULSES. SINCE THESE PULSES ARE 
TRANSMITTED ONLY WHEN AN ALARM IS INITIATED, THEIR OCCUR- 
RENCES ARE SO RARE THAT THEY WOULD CAUSE NO SIGNIFICANT IN 
TERFERENCE TO OTHER LINES. THEREFORE, SHIELDED CABLE IS 
USED BY THE INSTALLER ONLY WHEN HE FEELS IT IS NECESSARY TO 
PROTECT THE ALARM LINES FROM SOURCES OF ENERGY WHICH MIGHT 
INTRODUCE INTO THE LINES PULSES WHICH WOULD RESULT IN FALSE 
ALARMS. 


VANCE 

CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 STATE 074398 


CONFIDENTIAL 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 

NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 04-Apr-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE074398 

Document Source: CORE 

Document Unique ID: 00 

Drafter: WHGILLIAM/LM 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Expiration: 

Film Number: D7701 16-1200 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770490/aaaadatk.tel 

Line Count: 55 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 166c79aa-c288-dd11-92da-001cc4696bcc 
Office: ORIGIN SY 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 77 KARACHI 1546 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 21 -Mar-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2905896 
Secure: OPEN 
Status: NATIVE 

Subject: INSTALLATION OF INTRUSION ALARMS 
TAGS: ASEC 
To: DAMASCUS 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/166c79aa-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



